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“We heave been given a teaspooniul of License which bas enabled us to get same of the 
refrigeration blower colle we badly need at the present time. 


*. “Tem sending you a copy of the cablegram and algo our official contisming order calling 
for fourteen (14) blower coils to cover the US$) thousand License which the covermment 
“27e@ us veeterday. 


3. It is bad enouch trying to get business without heving this continue] and practically 
mposs ble hagcle over the matter of procurement of materiale. 


4. “Tt te only beemuse of two Jobs we have, requiring thie material, thet we are getting ‘t: 
‘= i8 not for stock, The ..... colle are being used ‘n banane proesesing rooms and the 
iow temperature blower coils in a blast freezing pea tunnel. 
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“Both of then are on mr imery production effort, the bananss thet ve get in New Zealand 
come front One of the dependences (Rarotonga) end, according te our ideas on this Welfere 
‘Late business, we have to take the whole Production the Telends set out which is then 
slowly diehed out here in handfuls as rewerd for Sood effort. 


we just cannot get all the equipment available in the U5. We would terteinly like the 


“the pea business ie just as emus nj. The old government went into food processing as one 
of the prime perte of the Welfare Stete. According to them, the Stete can do a better job 
than private enterprise. They boucht very eleborate field machinery fron the US ami quite 
tomfortably and conveniently forgot all about any decent refrigerating equipment on the 
i518 that they could always get a few thousand feet of amnonia pipe and make geome fans in 
lew Zealand for a blast tunnel. Fortunately for us, that is what they thought and now we 
ave a Little Job with about & hp of freon refrigeration. The aix v.01. are to be added 
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to equipment we already have to make a pea tunnel, this time for private enterprige which 
has been made a present of the field machinery procured by the Socialist Government. 


“We still want blower coils anf we are still in and scratching with the Department for 
more US License because here it is the middle of our dead season (winter) and ow stock 
of blower cotls is almost nil. We do hope that you may be able to jack scnething up 
for ug on the Danish angle which might hold the fort until you in the US make sone 
senge on this ‘trade not aid angle’.” 


The shove is typical of letters I have received from New Zealand indicating diffieulties 
experienced by New Zesland firms in tuying Pram the US. 
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